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Message Text 


UNCLASSIFIED 

PAGE 01 DURBAN 00100 110854Z 

17 

ACTION AF-06 

INFO OCT-01 ISO-OO CIAE-00 DODE-OO PM-03 H-02 INR-07 L-02 

NSAE-00 NSC-05 PA-02 PRS-01 SP-02 SS-15 USIA-15 10-10 

OMB-01 /072W 

119319 

R 1 10825Z MAR 75 
FM AMCONSUL DURBAN 
TO SECSTATE WASHDC 1931 
INFO AMEMBASSY PRETORIA 
AMCONSUL JOHANNESBURG 
AMCONSUL CAPE TOWN 

UNCLAS DURBAN 0100 

CAPE TOWN ALSO FOR EMBASSY 

E.O. 11652: N/A 

TAGS: PGOV, PDEV, SF 

SUBJ: CHIEF MATANZIMA SERIOUSLY ILL 

1. ACCORDING MEDICAL SUPERINTENDENT OF PELONOMI HOSPITAL IN 
BLOEMFONTEIN, CHIEF KAISER MATANZIMA IS SERIOUSLY ILL WITH A 
KIDNEY COMPLAINT. MATANZIMA WAS ADMITTED TO HOSPITAL DURING 
PAST WEEKEND AFTER HAVING BEEN TAKEN ILL WHILE DELIVERING 
ANNUAL BUDGET SPEECH IN TRANSKEI LEGISLATIVE ASSEMBLY 
MARCH 5 (DURBAN A- 14). CHIEF MINISTER HAS BEEN TREATED FOR 
SAME COMPLAINT ON SEVERAL PREVIOUS OCCASIONS AND SABC NEWS 
BROADCAST INDICATES SOME FEAR FOR HIS LIFE ON THIS OCCASION. 

2. CHIEF MATANZIMA'S BROTHER, CHIEF GEORGE MATANZIMA, 

MINISTER OF JUSTICE, IS ACTING CHIEF MINISTER, AS IS 
CUSTOMARY DURING ABSENCES OF CHIEF MINISTER. 

HOLMES 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FIEALTFI 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 11 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975DURBAN00100 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750084-0800 
From: DURBAN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750363/aaaacewt.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 03 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <03 JUN 2003 by McShalBA>; APPROVED <26 FEB 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CHIEF MATANZIMA SERIOUSLY ILL 
TAGS: PGOV, PDEV, SF, (MATANZIMA, KAISER) 
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